Date: Mon, 17 Oct 94 04:30:22 PDT
From: Ham-Equip Mailing List and Newsgroup <ham-equip@ucsd.edu>
Errors-To: Ham-Equip-Errors@UCSD.Edu
Reply-To: Ham-Equip@UCSD.Edu
Precedence: List
Subject: Ham-Equip Digest V94 #379
To: Ham-Equip


Ham-Equip Digest            Mon, 17 Oct 94       Volume 94 : Issue  379

Today's Topics:
                               Icom-230
                         Icom Ic-w21a Advice
                              RS HTX-202

Send Replies or notes for publication to: <Ham-Equip@UCSD.Edu>
Send subscription requests to: <Ham-Equip-REQUEST@UCSD.Edu>
Problems you can't solve otherwise to brian@ucsd.edu.

Archives of past issues of the Ham-Equip Digest are available 
(by FTP only) from UCSD.Edu in directory "mailarchives/ham-equip".

We trust that readers are intelligent enough to realize that all text
herein consists of personal comments and does not represent the official
policies or positions of any party.  Your mileage may vary.  So there.
----------------------------------------------------------------------

Date: 17 Oct 1994 02:45:12 GMT
From: uddl@eagle.UCSD.EDU (Greg Kaiser)
Subject: Icom-230

I recently purchased a PL-Tone Board from Communications Specilists for 
my Icom-230 to discover I have lost the schematics for my Icom-230! Does 
anyone know where the PL-Tone Unit gets wired into on the Icom-230? If 
you can help email root@pimpf.ais.net

Thanks.
N9TOL De Greg

--
==========================Gregory M. Kaiser=============================
          Network Technician, American Information Systems, Inc.
========================================================================
"Get your facts first, then you can disort them as you please."  --Twain

------------------------------

Date: 16 Oct 94 21:12:00 -0500
From: David.Edger@f239.n109.z1.fidonet.org (David Edger)
Subject: Icom Ic-w21a Advice

       The W21AT is an excellent unit for 2m/70cm work.  It comes with 
all the bells and whistles you're likely to ever want.  It does not 
have terrific wideband receive on the UHF side, but it performs well 
from 430-455 or so.  I particularly like the battery life on that 
model.
       I would only consider the W21AT which is much easier to work 
with than the w21A.  Keypad entry is highly desirable.
       Don't overlook the Kenwood Th79A which has a lot of nice 
features too.  73 Dave AA5NU
---------
Fidonet:  David Edger 1:109/239
Internet: David.Edger@f239.n109.z1.fidonet.org

------------------------------

Date: 17 Oct 1994 13:05:15 +1000
From: dave@eram.esi.com.au (Dave Horsfall)
Subject: RS HTX-202

In article <941013130029795@ectech.com>,
    clint.bradford@ectech.com (Clint Bradford) writes:

| Even more impressive, the HTX-202 heard signals through the
| intermod, when the IC-2400 could not pull 'em out!  Reason is
| probably because we purposely limited coverage to ham band ONLY!
                   ^^

Must you post this bloody advert every time the subject comes up?

-- 
Dave Horsfall (VK2KFU) | dave@esi.com.au | VK2KFU @ VK2AAB.NSW.AUS.OC | PGP 2.6
Opinions expressed are mine. | E7 FE 97 88 E5 02 3C AE  9C 8C 54 5B 9A D4 A0 CD

------------------------------
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